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Introduction: Precise stable isotope measurements 
of the C0 2 in the martian atmosphere have the potential 
to provide important constraints for our understanding 
of the history of volatiles, the carbon cycle, current 
atmospheric processes, and the degree of water/rock 
interaction on Mars [1]. 

The isotopic composition of the martian atmos- 
phere has been measured using a number of different 
methods (Table 1), however a precise value (<1%) has 
yet to be achieved. Given the elevated 5 l3 C values 
measured in carbonates in martian meteorites [2A] it 
has been proposed that the martian atmosphere was 
enriched in 13 C [8]. This was supported by measure- 
ments of trapped C0 2 gas in EETA 79001 [2] which 
showed elevated 5 l3 C values (Table 1). More recently, 
Earth-based spectroscopic measurements of the martian 
atmosphere have measured the martian C0 2 to be dep- 
leted in l3 C relative to C0 2 in the terrestrial atmos- 
phere^, 9-11]. 

The Thermal and Evolved Gas Analyzer (TEGA) 
instrument on the Mars Phoenix Lander [12] included a 
magnetic-sector mass spectrometer (EGA) [13] which 
had the goal of measuring the isotopic composition of 
martian atmospheric C0 2 to within 0.5%. The mass 
spectrometer is a miniature instrument intended to 
measure both the martian atmosphere as well as gases 
evolved from heating martian soils. 

Analytical Methods: Mars atmospheric C0 2 was 
compared to C0 2 contained in a calibration gas that the 
instrument carried to Mars, details of analytical me- 
thods were described previously [14]. The peak rates 
were averaged over an analysis period of 1 to 3 mi- 
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Figure 1. Carbon-Oxygen crossplot. Red triangle shows Phoenix 
measurement as compared to Viking[5, 6] and Earth based spectros- 
copy [7]. The green points show comparison of TEGA analysis of 
calibration gas on Mars and a laboratory analysis. The difference 
between these points can be used to correct for any instrumental 
fractionation effects. 


nutes for masses 44, 45 and 46 collected by TEGA’s 
channel 4 CEM. These averages were corrected for the 
deadtime of the pre-amplifier discriminator (71 ns). 
The background measured in the instrument prior to 
ingesting gas was subtracted, backgrounds were typi- 
cally below 5% of the signal, but in some cases were as 
high as 30% when the instrument had been run multiple 
days in a row. A correction for l7 0 in mass 45 was also 
applied using the terrestrial value for standard mean 
ocean water (VSMOW) of 0.0003799. Uncertainties 


Table 1. Reported values for isotopic composition of martian atmospheric C0 2 including results from this study. (VPDB: Vienna PeeDee 
Belemnite; VSMOW: Vienna Standard Mean Ocean Water) 
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are calculated as 2-sigma based on the standard devia- 
tion of 48 atmospheric measurements and 39 calibra- 
tion gas measurements. Calculated uncertainties do not 
include potential systematic errors resulting from in- 
strumental non-linearities. 

Results: The results are plotted in Figure 1 and 
listed in Table 1. Carbon isotope ratios of martian at- 
mospheric C0 2 (-2.5%o) are similar to terrestrial at- 
mospheric C0 2 (-7%o) while the oxygen isotopic com- 
position (+28.0%o) is significantly lighter than terrestri- 
al atmospheric C0 2 (+41% 0 ). The results reported here 
are within the uncertainty of most previous isotopic 
measurements of martian C0 2 with the exception of 
[ 2 ]. 

Discussion: The results reported here confirm that 
the carbon isotopic composition of martian atmospher- 
ic C0 2 is not enriched in 13 C and are in agreement with 
Krasnopolsky et al. [7]. This result is in contradiction 
with measurements made on trapped gases in martian 
meteorites [2]. This may be explained if C0 2 trapped in 
impact melt glasses incorporated significant amounts of 
l3 C-rich C0 2 generated from carbonate minerals at the 
impact site. 

Carbonates in martian meteorites are typically very 
enriched in l3 C and have 5 13 Cvpdb values near +40%o 
[2-4] with some as high as +65%o [15]. One important 
exception to this is the younger EETA 79001 which 
contains carbonates with 5 13 C value near +10%o[16]. 
The heavy isotopic values in the older meteorite carbo- 
nates are not consistent with formation from the atmos- 
pheric C0 2 measured by Phoenix, however younger 
carbonates in EETA 79001 are consistent with forma- 
tion from this reservoir (Fig. 2). In addition, measure- 
ments of the A 17 0 composition of the carbonates in 
Nakhlites and ALH84001 suggest they incorporate a 
significant atmospheric component 17]. One scenario 
that could possibly explain these conflicting data is an 
early atmospheric carbon reservoir that had been 
enriched in l3 C through early hydrodynamic es- 
cape[18]. Mantle degassing combined with carbonate 
formation through martian history lowered the 5 13 C of 
the atmospheric C0 2 to its present value. In this scena- 
rio ancient 13 C-rich carbonates found in ALH 84001 
and the Nakhlites were formed from the early 13 C-rich 
atmosphere while younger carbonates found in EETA 
79001 formed from the modem atmosphere. The lack 
of large amounts of carbonates in the martian crust and 
low estimates of mantle degassing [19] could suggest 
that a heavy C0 2 greenhouse was not present early in 
martian history. 

The oxygen isotopic composition of the atmos- 
pheric C0 2 is heavy when compared to the silicates on 
Mars but is lighter than terrestrial atmospheric C0 2 . 
Similar to terrestrial C0 2 , it is likely that isotopic com- 
position of martian atmospheric C0 2 is dominated by 
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Figure 2. Carbon-oxygen crossplot showing martian atmosphere, 
terrestrial atmosphere, and martian carbonates. Dotted field shows 
where carbonates in equilibrium with modem martian atmosphere 
would appear. Ancient martian carbonates field encompasses ana- 
lyses of carbonates in ALH 84001 andNakhlites[2-4]. 

exchange with liquid water. If this equilibration took 
place at an average temperature of 0°C, the 5 18 0 of 
liquid water would be close to -17%o. This is consistent 
with a measurements of H 2 0(v) depleted in 18 0 by Bjo- 
raker [20] using Earth based spectroscopy. 

Conclusions: The TEGA instrument on the Phoe- 
nix spacecraft has made a direct measurement of the 
isotopic composition of martian atmospheric C0 2 on 
the surface of Mars to a precision better than 0.5%. 
Martian atmospheric C0 2 has a 8 13 C of -2.5±4.3%o and 
a 5 l8 0 of +28. 0± 5.6%o. This is consistent with the re- 
sults from the Viking spacecraft [5, 6], Earth based 
spectroscopic measurements [7], as well as the youngest 
carbonates preserved in martian meteorites [16] and 
has wide implications for understanding the past and 
current climate history of Mars. 
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